the same as represented to me and to
protect myself to keep from losing money and
buying bad coal, I will sample the coal after
it is dumped.  If it is obviously not what I
agreed to buy, then I will contact the owner
of the coal and tell them I will pay a lesser
amount or they can pick up the coal.  This
separation into piles permits me to do this.
After the coal is loaded onto the cars, I
have car top samples taken from time to time.
This is to protect Hubbard Enterprises in
case there is some question as to what is in the
cars.  Over the years it has been a problem
in the industry of operators and coal people
doing what is called layering, that is putting
the good coal on top of the trucks or cars,
covering up inferior coal in the bottom of the
trucks or cars.  A preliminary sampling of the
truck loads dumped might not reveal this problem
but sampling of a loaded car would show this
up.  In other words when it is stirred up by
loading, what you thought was good coal might
be poor quality.

II.  I do not furnish any analysis to my customers
They will give me an order for so many tons of
coal and I will load the cars.  I know what they
need from having done business with them the
last six years.  In the event a customer ask

for analysis, Standard Lab is hired to sample
toe coal and give a copy of the analysis to the
customer only.  We get orders from many different
customers for so many cars of coal per week.
The only people who see these orders are myself,
my wife, and our daughter.  No one else has access
to any of this information,  I am filing with
this affidavit samples of confirmation of orders
from Shelton Goal Company dated September 19,
1983 and September 29, 1983.  The size of 1 1/4"
is the standard sizing and no adjustment is made
on the crusher for any of my loading.

III.  The stationery unit on the premises is used
for domestic coal sales.  It is primarily an
accommodation of the public and the same service
provided at any domestic coal yard in the country.
It does not constitute any large amount of our
business.  We pay Mineral $1.00 per ton for each
ton of coal run thru [sic] this unit.  The coal

832ertinent part as follows:
